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i TO: 71280 
25X1A2d1 SPO No. 
Warner Robins Air Materiel Area 
' Robins Air Force Base, Georgia 
Mark for; Warehouse 17 
Stockroom "BY 
page 1 of 3 
DATE OF SHIPMENT NUMBER OF CONTAINERS 
June 8, 1961 | dC Box Now 19 
ltem No, Part Number Quantity Serial No. 
l. 155-1010 Scanning Flat 1 
2. 155-1061 Scanning Flat 2 
3. 157-1121 Projection Barrel Group - incomplete 1 
Ae 155-1011 Scanning Flat 1 
5. 155-1043 Primary Mirror 2 
6. 155-1013 "Ge" Mirror | 1 
7s 155+1001 Scanning Flat 1 
8. 155-1010 Scanning Flat 1 
9. 157-1119 Lower Projection Cell No. 3 3 
10. 157-1122 Elbow Mirror Housing K?7 
LE 157-1134 Center Ring Proj. Lens #2 9 
24 157-1135 Genter Ring Proj. Lens #3 7 
13. 157-1118 Lens Housing 5 
14, 155-1031 Mount "G" Mirror 5 
iS 157-1133 Retainer Field Lens #6 1 
16. 157-1139 Retainer Field Lens #3 ii 
Ls ‘| 157-1140 Retainer Field Lens #4 Lt 
Les 157-1132 Spacer Field Lens #5 1 
19, 157-1138 1 
20. 157-1130 Retainer Field Lens #1 i 


